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1 7th December, 19 59 . 


COCOM Document 5711 ♦45/5 


COORDINATING COMMIT TEW 
RECORD OF DISCUSSION 



CN 


ITEM II 45 - CONTAINERS FOR. STORAGE OH TRANSPORTATION 


OF LIQUEFIED GASES 
I4th December 19 59 


— Se - } Gerr -W, Ital y» Japan, Fatherlands, 

Uni tea Kingdom, United States. 

~- enCeS t C °C^ "008. Nos. 5700.2 and 3, 3711.00/1, 37 II. 45/1 and 2 and 
«*P* 1143/1 and 2 . 


sal for rart T rIw^ TBi '+™? I ^ M JJ ' ele£ ' ation referred to the United States proper 
tor part (a; as set out in paragraph 1 of GOCCM hoc. No. 3711 is/ 2 *<fhAv 

to°S Sed l! h tt T • /'p® r ‘- turo 1080 tot-off of 1036 suggested thjreinbe' changed 
of its If ) K “i £ f ° rdi “aiy thermally-insulated trucks hod a rate 

of Rntailr T “?v W “ p f da #’ md that of “ore sophisticated form 

adequate/ ° r V/ ° :er day - The fl ^ uro of 5* therefore seemed to be 

Meviouqlv T ^ 8 UNITE:D STATES delegation confirmed the proposal which they had 
previously made on an ad. referendum basis. They could not agree to the out off 

th/view/expressed Zh United ^gdem ^ologation, but in an endeavour to meet 
expressed, they would be ready to reduce their ©wn figure to 5}L 

tio n KINGDOM Delegation, in agreeing to this latter sugges- 

defdiSZasef subnitl” " ** "*»«"«*** «* W acoident-of- 

parawrnh 1 ion ® a °° epted the United States proposal recorded in 

0 f cjj Q ^ ' V1 ■ t00 ‘ u * 3711*45/2, with an average evaporation loss figure 

^£ 1* ^.f jr P±. Tne COMMITTEE agreed to redefine Item 11. r 5 as follows: 

" Containers , j acketed only, for the storage or transportation of 
liquet led gases, including mobile units as follows: 

of 30G gallons capacity or over, designed for liquid 
nitrogen, oxygen, hydrogen, ozone, helium, argon and 
1 luorine , 
except 

2-shell containers rated for an average evaporation loss 
°i oyer 5//. per 24-hour period; such loss is to be cal- 
culated as a percentage of the total liquid capacity of the 
unaer ambient temperature conditions of +7 5°F 
■(h) n fL C ' ?? hi£her and without exposure to direct sunlight; 
A * } °A dons U P t0 500 gallons designed for the handling 

of liquid fluorine." b 
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